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SUGGESTIONS FOR USE OF INDEX 


Articles in this index are arranged alphabetically according 
to subjects. This is not an index of titles. Each article is 
indexed under the general subject which the article treats. 
for example, if the article deals with generator testing it 
will be indexed under tests, if it treats industrial wiring it 


will be indexed under wiring, ete. 


Feature length articles and major news items have been 
of articles 


cross-referenced to facilitate 


extended search. 


The following material has not been indexed: 


Personal items. 

New equipment. 
Book Reviews. 

Rate Changes. 

Minor Financial News. 


Minor Manufacturing Market News. 
grouped 


Related have been 


ngs as: 


Appliances 


articles 


under the type of appliance discussed. 





location 


All articles dealing with ranges, water heat- 
ers, ironers, ete., are indexed under appliances, rather than 


Associations, Societies and Governmental Agencies— 
Major News items and articles relating to this group are 
indexed under the individual organization name. 

Court Decisions and Suits—Major items are indexed 
under the name of the company involved. 


Public Utilities—Articles dealing with individual power 


without 


companies, and with their related activities, are indexed 
alphabetically under the company name and not, as formerly, 


under the heading Public Utilities. 


Rural Electrification 


All articles dealing with various 


phases of supplying service to rural areas are indexed under 


this subject head. 


Statistics—All articles dealing with any type of statistics 
are indexed under Statistics, regardless of the general sub- 
ject class that the article falls under. 

Steam Stations and Developments, Hydro Plants and 


under such head- 


Developments — Articles 


about generating stations are 


listed under one or the other of these heads, according to 


the type of station. 


Following the main 


index is an index of avthors of 


signed articles. In this index the ‘exact title is listed. 





GENERAL ALPHABETICAL INDEX 


A 


\ccounting: 


Grouped records ait customer con 
tacts. R. G. Schneider, Sept. 27 *61 
New FPC rules reduce paper work 
utilities (N) Nov. 29... ce. a 6 
Transformer var absorption William 
Joseph, Sept. 13 urate a ; ae - 194 
Watt and var basis for accounting. E. 
Goodale, pt. 1, July 5, *108; pt. 
euiy eae, Fides pt. 3, AVM Bi. ia *86 
sing—Cost of living angle (N) 
Aug. 9 ; ieecreeserene 13 
Uganda hydro project recom- 
nended (N) Aug, 23 ‘ s vd wer 20 


\ir Conditioning: 





Closed cooling system for generator 
overcome unclean outside air, 

july 56 .. ‘ ‘ a die howe uae *106 
ctricity keeps drug plant clean, 

Rl, WO £5 cece 6 ba hae OME ROA *46 
Mobile air-cooling units used for movie 

2 a epee ou” Ree 

litioning see also Heat 1 

ba i Power ty) Cet. Bhs vce cccasce e 8S 
s les gasification claims suit (N) 

ily 19 yer se 66.0 & eb 72 
ilmers Mfg. workers to vote on 

on (N) July 26 ns *11 
hydro development ™. Cy. BRe@aer 

tt, Aug. 2 : : ; none an ae 


\luminum: 


Application of insulated aluminum 
re and cable. Ange & Mcellveen, 
pept. 18 i... ; ‘cocn neu 


ar laps and joints of aluminum 
need not be larger than copper. S. 


| a a a | ap eae seen ane 
iper aluminum ore likely to 

2 ange industry (N) Nov. 29....... 14 
Voltage-drop charts for selecting in- 
Sulated aluminum cable F. A, 

Gunther, Sept. 13 eg ara & elias *114 
Gas & Electric expansion plan 

(2 cue FBicens Sea ae Kon alae a 14 
Institute of Electrical Engi- 
I s—Annual summer! meeting, 

J Dae. ankat i oeeesneeeaeen mas *88 
90 transmission line symposium. 

4. E. Knowlton, Nov. 15.........2.. 12 

San Diego meeting (N) Sept. 6....... *4 
erica Society of Agricultural Engineers 

mop vicago meeting (N) Dec. 27...... 6 
ph is jeep gets peace-time patrol 

WU Maas ie Sed We oe ae eee eee *95 


Anna) } . 
‘dlachian Electric Power purchases dis- 
tribution systems from coal compan- 
les (N) Aug. 2... 50 


Appliang eS: 


America’s “first all-electric laundry, 
July 5 7 


















Banker promotion of appliance sales 
Cee ee Wien diensctaceneenedcaawe 68 
Community center promotes home 
THEI. BOR Fic vnciuaectacwanens *94 
Cooperat survey inalyzes sales 
methods, Aug. 30.. ‘ 76 
Dishwashers are major load _ build- 


ers, Sept. 27. ; : : aoe 
Drive-in restaurant attracts customers 

by all-electri« cooking equipment 

Cry GO sc ocnciwiess ; jcoe ean 


Electrie Institute of Boston makes 
survey incognito (Ed) Aug. 2 ak 59 
Estimating kw hr consumption (table), 
Oct. 25 j a ee 
Hotel operating costs cut by electric 
cooking, Oct 25 ‘ wens: Bae 
Housewife martyrs versus appliances 
i 2 Sere Se ee ae 68 


Model kitchen contest creates interest, 
Sept. 13 7 rice er Mia wen see 
Pacific Gas & Electric quits selling all 


electrical appliances (N) Dec. 27... 14 
Portable meter checks appliance con- 

sumption. C. W. Pinkel, Aug. 30.. *72 
Range show boosts dealer sales, Dec 

+ rene cas ‘ Pista wie do See oe 992 
Restaurant Institute teaches electric 

cookery to ex-G.I.’s, July 19. mea eee 
Restaurant in Tampa, Fla. changes 

to electric cooking, Aug. 16........ *96 
Teach electrical living in Pennsylvania 

schools Y. L. Ripley, July 19....*130 


“Teen-agers’ study electrical living 
in Chicago, Oct 11 oa ax ae 
standards for 


LU. S. Army adopts 
selection of cooking equipment for 
hospitals (N) Sept. 6.. ; etstes 5 
Water heater manual by EEI (N) 
AE BG. 60% ; ad ; d ; -) a 
Water heater time control value is 


questioned. H. W. Berning, July 19.*100 


Water heating—summer load builder. 
Bs Os MOR GOS, Bevis civ adsevees *144 
Arizona Power to erect power lines for 
Indian reservation (N) July 5... - 62 
Arkansas- Missouri Power to erect St 
Francis plant (N) Oct ‘, 14; (CN) 
Nov DA acaca te ahh ake A RSM ee eae 88 
Arkansas Power & Light (N) Aug. 23.... 14 
Buys ordnance system (N) Aug. 23.. 5 
Arklahoma Corp. to buy Ark-La Co-op 
(N) Aug. 16, 55; (N) Nov. 29...... 19 
Atomic Energy Commission—Atomic pat- 
ent practice endorsed by advisory 
panel (N) Sept. 27..... 5 Sc aaen alee 45 


Atomic Power: 


AEC takes over one of last atomic 
jobs in military hands (N) Aug. 23 11 
Atomic storage batteries would be 
safe, convenient (N) Dec. 6......... 7 
Atoms at the busbar (Ed) Sept. 13.. 89 
Chicago University will take over 
operation of Clinton Lab (N) Oct. 4 








Editorial. * Illustrated. (N) News. 





First atomic energy plant in Britain 


to be built soon (N) Aug. 16...... 55 
Fuel for atomic power plant expensive, 

AEC reports (N) Aug. 2.......+.-. 52 
Great Britain may get first electric 

power from nuclear fission (N) Sept. 

© nées i addaxcdsnsnacdundanseeateewas 11 


Hanford atom expansion (N) July 19 69 
Hanford Engineer Works ends Army 
comivel (20) Sam6. Bliccncecasses . 48 


Industrial atomic energy far away, 
says Lilienthal (N) Oct. 11...... 90 
Japanese appraisal of atomic bomb 


damage to Hiroshima utility system. 


Van Duzer & Burger, Nov. 8...... *98 
Lilienthal says that atomic power is 
far away (N) July 6..cccccccoccees 60 


New atomic pile may solve key prob- 





lems in generation (N) Aug. 30.... 33 
Senate group restores budget request 
COE) FURS Be asda ceecccaceccvansouanr 72 
Wider atomic horizons (Ed) Sept. 27.. 62 
Australia—Adopts 220-kv, Oct. 11........ 91 
Power capacity to be doubled, Aug. 16 57 
Awards: 
Edison medal to Slepian of Westing- 
beune (Ie) EG. BS... < cadeceucucsens 6 
I.E.S. gold medalist will be Matthew 
Luckiesh, Aug. 9..... e ies hadeonae 6 
IES gold medalist is Dr. Luckiesh (N) 
Oct. 4. rei eree cr rie ee ee *5 
J. H McGraw Contractors award 


given J. W. Collins (N) Sept. 13.... 94 
Prizes and prize winners (Ed) Dec 
20 di i ate Seaweed 54 


B 


Bangor Hydro-Electric escapes’ serious 
damage from fires (N) Nov. 1....... 12 

Basic Magnesium plant is sought by Ne- 
wade C2) DOG Bbaccdccicicineeaaces 20 

tatteries—Ruben alkaline dry-cell details 
now disclosed, Dec. 20.........cee0- 73 


Betutron see Electronics 


Boonville, (Ind.) Light & Power boiler 
explosion (N) Sept. 6.......csccees 6 
Boots treated antiseptically. T. G. Hierony- 
Wit JOO Go sowadasccedtendon eaaea: Same 
Boston Edison not to furnish electricity 
for resale (N) Nov. 32. ...cccccccss 65 
Buffalo Niagara Electric Corp. not allowed 
to sell Niagara water right (N) 
WO Be awamechbuwnseeneaeas becseeus 13 


Busbars and Buses: 
Enclosure minimizes bare bus haz- 
UO AE Docsctnexiaean ‘Méqtatean “8 
Aluminum busbar laps and joints need 
not be larger than copper. S. C. 
Tete, GUE. Bhisceccwcecceces ooo Ae 
Bender for bus bars, Aug. 








(D) Digest. 











>» adds capacity. 
installation. 
Aluminum wire and cable app TearIOne. 
& Mcliveen, 
r support ae 


Aerial cable 


Buck, Dec 
Flame proofing cable, Nov. 
to joint braided 
covered 600-v 
to joint braided control cable to 
multi-conductor 


metal-taped 
joint two 
cables, Dec. 
remove covering 


of lead-cov- 


gas-compression cable 
Hall station, 

gized at 132 
Tpce ating faults in underground cables. 
cable pulls halve costs. 

Finnerty. 
Non-magnetic clamps 
i J. M. Sheadel, 
for first submarine 
pipe-type 
this country 


Preparations 
stallation 


Protecting 
Reconditioning substation cable, 
‘nsion data for aluminum cable 
Soil heating cable anette water sys- 

tems, July 5 
Supervision 

ope rations, 
Southeastern ee will 

oilostatic se is 
Triple-duty olermanetie fave cable, Aug. 


Sag-tension 


Tube bender meets short radius needs, 
charts for 
aluminum 


Voltage-drop 


correction, 


( ‘alifornia at Utilities 


Brunswick expropriated 


Capacitors: 


between double 
Earl Baughn, Nov. 
encourages 
correction. 


arms—no 
hanger irons. 


capacitors can be econom- 
Pollock, Nov. 


ically applied? 


Haven Railroad 
capacitor 

Sidney Withington, 
New instrument adjusts capacitor 


equipment 
capacitors. 


switching 
Bloomquist, 
Series capacitors : 


automatic 


compressor- 
Scammon, 
‘itors back 
construct 
BBW alee ake ens 


Light Co. 
new plant 
Carrier Current: 
Carrier developments papersee to PEA 


Station 4 
conteatio’d 


Zz hree- phase’ var al 


Parker Electric (N) 
Springfield 
ght & Power 

chase Union Water 


stations—changes 








INDEX 





Central Vermont Public Service—flood 
damage protests investigated (N) 
EE SINE os aii cian ents Me Ao ee ee a 

Plans for flood restoration (N) July 5. 

China—Yangtze Gorge Dam plans halted 
Cr a, Dae «na wala mbit ons Bae ook 

Cincinnati Gas & Electric dedicates Co- 
lumbia station (N) July 19, *69; 
Ciee SPOR. Be ccs 

Circuit Breakers: 


Bus-tie oil circuit breakers used to 
switch capacitors. A, A. Straub, 


TO bak hae ee eS eR o6é adie ee 
Equipment modernized to cut fire 
ea: WEAN SIP 6 6 Wn 5b wing: 6 bcs hee SNS bia 
Higher interrupting capacity. S. B. 
rears cia eke REO Sobek ae 
Quick testing of CSP transformer 
a a ee a re 


Citizens Light & Power granted franchise 
A OO eee ee aaa aa 
Cleveland Electric Illuminating—Avon 


plant started (N) Aug. 16.......... 
Coal: 
Alabama _ gasification experiment is 
succemstnl CN) DUly FG... cccnces 
More soft coal mined; utility stocks 
lence Me, gd eS Be re ee 


Shortage of cars may cause utilities 
coal shortage later (N) Sept. 13.. 
Wage agreement reached; Lewis wins 
greatest victory (N) July 12........ 
Commonwealth Edison—Chicago City 
Council begins franchise hearings 

Ce WN I. ors 0 p's ore * aa ce Ob Ries 4 


Hearings on new franchise. R. N. 
SC ecb ote eh esa k wea eee 
Commonwealth & Southern files new plan 
Cee Wis ashe a We kwe awamew aes 
Condensers: 


Amplidyne gives quick response on 
synchronous condenser fields. Vivian 


Cee, Bs 06.004 060 eR 660 be 
Condenser tube-sheet corrosion 
stopped by solder. E. R. Stauffacher, 
Bs. EE 6a BK 65 OR Kora a hore 


Stainless steel bushings maintain 
sprocket’s pitch. E. E. Lamberson, 


I IE La fa etn co: esi ate ral Bie Saw 
Conductors: 

Application of insulated aluminum 
wire and cable. Ange & MclIlveen, 
aa EE, atc cu bike wees are epee hw wie ee 

Chart for selection of guy strand. 
c. 3. SOR, OE. BO... 2. kc wcacs 


Installation data for armor rods on 
ACSR, Sept TE seit Sat tae etic. cre wae tase Le 
Connectors—Contacts and connectors (Ed) 
SS) ere ce ee ee 
Consolidated Edison increases capacity 
 * SRR oe er a tre 
Borrows from banks (N) Dec. 27... 


Coustruction: 


Job books used to cover summaries 
of construction for several utili- 
ge. ee eee eee ee 

Plans for five years od the utilities 
Ee) + Dio kis ce oe scc comes sedia eee ae 

Utility cons truction runs in rhythm, 
NE. I sae oh cae ce Se Sha ; 

Consumers Power Cay WN Eiew awn ceded 


Controls: 


Amplidyne gives quick response on 
synchronous condenser fields. Vivian 
eR a |, earner eee 
Automatic control supplanting super- 
visory for 2,000,000-kva system. F. 
As, SAAWOON, TONG. BO soc sis 50:0 0c < oxen 
Automatic sectionalizing with an elec- 
tronic timer control. H. C. Denison, 
ES . ES rere rk ree ee 
Baltimore system board of aluminum 
uses colored tape diagrams E. S. 
ROY: GR OS 65s 5k Gd Sad Sawa eneas 
Four remote control centers supervise 
46 substations. T. G. LeClair, Aug. 
EO). <anaw cc bce eee ee ee else abe MaRS 
Giant crane has cross-flux control, 
Sh: se Ga hes been cue nde was ew eie eo 
No outage on standby throwover to 





Edison Co, 


NLRB follows Taft 


Dispatching Switches and Switching 


Distribution 
in pole climb 


removed from pole— 
| TEP err rie Te eee 
checks span with 

clearance. 
Crossarm loading limits tabulated. 


factor underlies 
Campbell, 


economical 


anchoring inexpensive 
insurance i 
WOO SOR, Bos cadescsccanees 
inspect junction boxes, 
overhead lines by; 
Freeman & Haas, 


faults on 


Mile-wide ) 

H-section Packer & Schofer, 
Mobilization for utility 
New Orleans served at generator volt- 
; =. Johnson, Jr., ; a 
Paralleled circuits and rations of R/X 
Benner, Dec. 6 
Standard boxes unify underground sec- 
i Burnham, Nov. 
lower crossarms, 


Western Massachusetts Electric makes 
a study of the cost to serve heavier 
distribution 


Wood Joint strength boosted by n metal 

record maps. 
Ducts and Manholes: 

Cable puller support for manhole use 


> cover lifter, 


ny 


prevention gr 
industry's 
Equipment 

electrification 
New spaper “"men | | 


construction 
Offers two lectures 


on home and st« 


Transmission Distribution 


of Western Pennsylvania 
conference 


Cleveland honors | 
Electrical World—Tenney named edi 
Flynn publisher, as Hill resigns from 
Electrical World 
Electrolytic industry expanded (D) 


Electronics: 


Automatic sectionalizing with an elec 


Electronic 


normal power, July 19...... ; 102 


Photo-tube control for individual 


electronics 


street lights. Earl Baughn, Nov. 8..%128 


Pumping station 4 miles from shore 
on lake is controlled by carrier cur- 
rent. Derr, Keller & Hedke, Aug.’ 


Remote hi-line telephone protection. 


100,000,00 


controlled 


Electrostatic painting, 


G. G. Mendenhal, July 19 onerous Oe 


Selection of control equipment for 
automatic switching of capacitors 
W. C. Bloomquist, Nov. 22... nee 

Slip-ring motors controlled by elec- 


ee ee ee eee eee ere 
Switched capacitors back bus regula- 
co ae eee ree 


Value of water heater time control 


power bill 
farmer (N) Sept. 
approved (N) 


Employees: 


leaders undecided on filing 

red oaths (N) Sept. 
Allis-Chalmers Mfg. 
union (N) 


questions. H. W. Berning, July 19..*100 


Conveyors see Materials handling 
Copper—Utilities used more lead, copper, 


aluminium in 1946 (N) Dec. 6...... 
Copper Wire Engineering Assn. opens re- 
search department (N) Sept. 6..... 


Corrosion control—Fundamentals of cor- 
rosion control. G. A. Mills, Aug. 16. 


D 


Dallas Power & Light expansion plans 
ie A 25 cay ase ns Was oR oc he 


Will install diesels to meet peaks 
(N) Nov. 1 





manufacturing unions @ 

on policy 
Closed-shop 
agreement 
wins greatest 
bargain with 
Detroit 1 Edison union siggy oe | by 
Taft-Hartley 
Shear. o Se rvices ; boycott (N) Dec 
Ebasco strike continues (N) Dec. 
affidavits by 








(Ed) Editorial. * Illustrated. (N) News. (D) Digest. 





































































































July-December, 1947 INDEX V 


65 Handicapped workers aid utility (N) House to probe propaganda charge Gloves—Keeping track of rubber protec- — 
RE Loses ned kee Cavan iN da eed sues *51 against Commission (N) July 12.. 5 tive equipment. Aug. 30 .......-. 70 
Higher executive wage level proposed New rules reduce paper work for Great Britain—Birmingham plant ex- 


ey Wicd CH) Wee. BOs oo cccccescvs:s 50 utilities (N) New: 86.06.00 0ccccuens 6 panded (N) Sept. 20 .........6+- - °16 
How does Taft-Hartley Act affect con- 1946 report on utilities (N) Sept. 20.. 19 Electricity Authority (N) Oct. 4..... 11 

































is struction work? (N) July 26....... 20 Planning revision of data on utilities G dine: 
3 IBEW files first test of anti-communist Cle Rew SE cc driest sscevuceneneas 12 rounding: 
«4 ruling €N) Gept. 36. ....cecccsceves 20 Smith warns regulatory boards to use Attachment for ground wire to tower 
a IBEW move to represent neon sign discretion (N) Sept. 27 .........6- 48 leg. D. B. Clapp. July 19 ....... 112 
‘ group defeated (N) Aug. 9.......-. 5 Utilities and FPC discuss Power Act Good anchoring is inexpensie guy in- 
. IBEW reorganization adds manufac- amendments (N) Dec. 27.......... 20 surance against storms. Hubbard & 
M turers’ unit (N) July 19............ 7 = Waenim Geb Beccdccccccneccesa *94 
IBEW will sign no-strike pacts with Finance: Ground-fault neutralizer application. 
utilities (N) Aug. 23...... ee Nata ara 2 Arkansas cities granted revenue bond N. BE Ete 6OeG. BO ccecsnctes °128 
Yb Job evaluation .. . still on trial— approval (N) NOV. 1. .cccccsucccess 11 How to check grounds with a 20-amp 
Electrical World’s survey, Oct. 11.. *99 Graphics, color, language humanize fase, Ne. BE ccccocccocesocecees *94 
Lincoln Electric employee annuities annual reports. M. S. Rukeyser July How to ground, bond and insulate 
44 get court okay (N) Nov. 29........ 6 DM ‘sv chnewekhuthesd caeceanee sn aah asa cables, potheads and joints. Oct. 11.%122 
- Lincoln incentive plan to be studied Money for the capacity (Ed) Nov. 22 170 Soil moisture significant (Ed) July 19 17 
i by Congressional Committee (N) Tailored financing for utilities Dec. 6 97 Use phantom load to spot grounds. 
eM. S06 ccae pacer eweans Chea mane 91 Fires—Investigating fires on customer’s P. H. Yoder. July S.ccccccccce-s *106 
- Local unions of electrical workers WVSMMICOD TSC. .2Ge icc cccccvcssvceveas 75 Gulf Public Service gets franchise (N) 
6 register with U. S. Dept. of Labor Equipment modernized to cut fire SG. OC vac caccvwdnetentseuanheceaas 
(N) Nov. 1 .. rca bed Venue en TRE DURE. 20 cccacetesicngacwacamas 102 Gulf State Utilities renews franchise (N) 
- Michigan law bans strikes against Fire extinguishers—Table shows proper BUR. BE ccicenetescaetscagpecnacece 60 
" public utilities (N) July 12....... 18 wee CE) FUR Bie ncvcin cecsaceunen *72 To buy Youngsville, La. 128 system 
i Milwaukee judge orders status quo in Floating power—Jacksonville has power (Ny 2Ge -SO tceees oe aisak'a: dehetarae eae & 
AY local dispute (N) Dee. 13 ......... 4 trouble as floater moves (N) Sept. 20 19 
i NLRB backs employer against im- Puget Sound Power & Light puts cableship 
he proper union (N) Oct. 11 .......... 88 into service (N) Dec. 27..........-. 13 H 
NLRB decision opens way for UWU to U.S.S. Maloy power plant connected 
v0 accept Taft Act (N) Oct. 11 ...... &8 with Central Maine Power (N) Nov. 
80 NLRB finds co-op unit too small for 22 .s ° ces reetecvesccoes ose QQ Hartford Electric Light plans construc- 
recognition (N) Nov. 1 14 Florida Power Corp. sues to enjoin Pinellas tiom (I) Sept. © ..cccccesescoeces 11 
7 NLRB dismissed pleas for unions of Board (N) Dec. 27..... haan aa 6 Hawaii—Hilo Electric gets tanker unit 
, supervisors (N) Sept. 13 a . 94 Florida Power & Light reports on hurri- CUED eee, BO nd ht eceatewnwadagaus 6 
NLRB rulings set policy on pre-Aug cane damage (N) Nov. 15 ari 6 New plant at Kahului (N) Oct. 18.. + 
22 complaints (N) Nov. 1 . 20 Sued for meat loss (N) Aug. 23. ; 20 3 
ie New Jersey courts must act first on France—About the Marshall Plan. P. Le- Heat Pumps: 
“e inti-strike law (N) Dec. 27 19 Bourhis. Nov. 22 .......... os On Rananas ripened by heat pumps. Nov. 
. New portal-to-portal pay law nte! France can produce (Ed) Nov. 22 , 70 22 coda cae ee eee eee 5 aa "hee 
44 preted by ts administrator (N) Hydro capacity increased Oct. 11 .. 111 EEI’s Indoor Climate Committee re- 
e Dec. 6 7 : 72 Fuel—Basic principles of fuel clause de- nort (N) Sept 26s. ccccces ian ea 6 
; Pennsylvania inti-strike law tests sign Aug. 2 ‘2 *76 Five air-conditioning units with heat 
ming soon (N) Nov 22 a 67 Furnaces—Commonwealth Edison makes pumps ordered (N) Aug. 9... oom an 
rofits from good employee relations standard on additions to generating Heat Pump Committee announces 5 
84 Ed) July 5 ae A 69 capacity cyclone burners (N) Sept objectives (N) Sept. 13 ......ceee- 97 
0 Pennsylvania puts three new labor 6 ' : ars 13 A neglected credit item for the heat 
83 laws on books (N) July 12 12 Coppe brazing refrigerator evap pun (Ed) Nov. 22.. a aanenn cae 70 
Professional employees’. get spe il orates De 6 coee *96 Presents rate and supply problems 
62 cognition Aug. 9 oe waa a 6 i ( ) Oct. 25 . si aac io: Mh ae a ae 93 
Rewinning the campus: prerequisites Uses: Where does the heat pump go from 
79 to iccessful recruiting A E Fuses protect 13 kv industrial serv here? Aug. 2 ‘ Some ee 
Knowlton Nov 8 . 3 het 96 er H WW Grate Aug 16 *80 . : : 
13 Safeguarding arbitration (Ed) Aug Hi to check grounds with a 20-amp Heating Electric: 
7 sO) sé walewie ats < ae fuse. Nov. 22.... we ences "OE Acetylene gas plant uses electric heat 
fety program cements employee re Plating ox fo fuse ind = switch for safety reasons. K P. Allen 
ons C B Boulet. July 6 - 118 blades M. D. Pollock Oct. 25 *124 Ae Be ss é¢aneeneesen : a cam ae 
Louis electrical union accepts Trip-O-Link adapte onverts old cut- Cheese processing. Sept. 27 ~- 94 
cut. (N) De 13 } suts Aug 30) *70 Drying ink electrically W. H. Wag- 
1 sor and emplovee t ning a Two 115-k fuse Car open 230 Kv net... Se Se sevens / ; . 194 
elling jot W. H. Senyard. Aug 16 72 Sept 27 . : ent - *65 Egg-sealing oil saved by electric heat- 
Hartley Act vhich rules—state ng. Nov. 22 : ; -- 9118 
95 or federal labor law? Gambatese & Floor heating in Korea. E. A. Par- 
teilly Sept | : 100 . ris... Ags. SO «0c. eugene 
Hartley advisory panel includes G letter ; pm . 101 
electrical men (N) De 7 12 F la Power & Light pushes oil 
3 H tl court I ating to even out load (N) Sept. 6 12 
ndustry (N Au 2 Gasconade ! : ’ igainst 1-frequency continuous edge glu- 
34 H ‘ Ed) Ju 59 f plat I 1 (N) Des 14 ng machine. July 1 sien aceasta ea °127 
H la Li ibout G il Electric (N) Dec. 27 12 Infrared dries cloth swatches Nov. 8*139 
37 lav J M. Gan S uly Ge! i t \pparatus Department Infrared heat cuts time for baking 
j 20 I r ntral i (N) Oct : and drying P. H. Goodell. pt 2 
12 kas legislation passes 9 laws. re ! wee o July & ; aaa <s cave cee 
trictine 1 ol ( ) uly Re fy ed Venwiwut. he * ec me 
\1 Age ge oy OLE gS ~ Generating Capacity: ee Oct. 11 eee ‘al 6136 
59 tended vy NLRB (N) Sept. 27 51 Changes in ipacity eported during Infrared makes short work of wet 
n leaders perturbed 7 state of September (| ) Nov. 8 ee ee 86 blankets Dee. 6. aa) al dat eae ae ee 
ictivit (N) Aug 16 : 60 Changes in capacit reported to FPC Infrared protects fruit buds from 
2 VU trying board ember for spurn- luring July and Aus (N) Nov. 1 20 frost. De Od a oats ow erreaee *94 
‘ ' ed oath (N) Nov. 1..... 11 Changes in capacity ted to FPC Ink drying in printing industry by 
5 ted Automobile Workers Local (table) De I eee eeee os 42 rectangular grids. E D. Tillson. 
tS defies UAW (N) Dee. 6 oo) ie Generator ratings and load-carrying Aug. 2 oo Oats J. ae *63 
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scolding and more funds (N) Dec. 6 77 
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lines (N) Aug SO es : 36 
Central Vermont Public Service dams 

fail with flood; protests received 

C20) ee “EO x sen bao 5 ; : 6 
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Columbia Basin committee will study 

fish problems (N) Aug. 30 3 
Columbia Basin project data. July 26. *16 
Congress appropriated less than was 

needed (Ed) Aug Pais ae wise 53 
Congress to consider power legisla 
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uilt by Dairyland Power Co-op 

(N) Oct. 25 SY 
Fort Loudoun Dam nstalling new 

inits (N) Aug. 16 aie 56 
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Idaho Power seeks to urvey Snake 

River Dam project (N) July 12 14 
Idaho Power selects new site for 

Snake River project n Idaho (N) 

Sept. 6 ; ; . ; 11 
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Ohio Publie Service ) nts 
Marion (N) Au 
Oklahoma Publi« Se ce lying Ok 
homa P we « \\ le S N) 
Oklahoma Utilities Association (N) Des 
‘ _ 
oO ms in le i] 
( J. Tirl De 
) kk re s ns i I sts 
I in ) ' 
I } n I N) 
\ 13 
DD 
a 
( \ ng 
VN) D 
‘ ishes 
N) O g 
n Francisco s sfied taker A 
sm (N) I 7 
M I (N) 
| & I N) Aug ) 
LD ) 2 
I n b PUD (N) 
Db 7é 
Injunction igainst Oregon PUD 
lenied (N) Oct. 25.... ie, 2 
May € th Washington Water 
P« (N) \ug 16 ‘ oe 95 
Mere t Washington Water 
] sting with state board (N) 


(D) Digest. 


Will add 





Panhandle Eas rn Pip Line monopoly 
franchise disputed by FPC (N) 
Sept. 20 ' ; ai see 
Patents—Line Material Co. and Southern 
States Equipment face anti-trust 
suit about patents (N) Sept. 20.. 
Pennsylvania Electric Co. (N) Dee. 6.. 
Has five-year program (N) Aug. 30 
Pennsylvania Electric Assn.—Communica- 
tions Committee meeting (N) 


Nov 22 64 


Electrical 


Equipment Committee 


meeting (N) Nov. 8... er aa 
Meter Committee meeting (N) Dec. 20 *49 


Meter Committee meeting 
Prime Movers Committee 

Nov. 1 . 
s Operation 


(N) Oct. 4 *%12 
meeting (N) 


Systen 


iw CM) IeGts Reictcue ves xeecadesen 5 
Pennsylvania Power & Light to buy three 
small utilities (N) Oct. 4.........- 


Oct. 
expansion 


scholarships (N) 
Electric gives 


To award 


Philadelphia 


lame (I) Gee. © icccvecsccccousscs 12 
Sees improved earnings future (N) 
OES SS 6.6.6 canadaaseseterebsadatenws 12 
Plastics—Casting resin developed for cir- 
cuit components. Franklin & Wein- 
Derm. Gere 1S nccdcuceecesewoucss *121 
Forticel molding compounds proper- 
ties. E. K. Cliver. Aug. 16...... 81 
Plating box for fuse and switch blades 


~ DB: Pelee Webi Bee ceewscuas 








VII 





Poles: 
Caring for leather used in pole climb- 
Ps ES Is sna 640 4s 6A as ba awn eae 
How to lash replaced poles tempo- 
a es bodes eee nae N dee 
Pole cost charted, Nov. 8............ 
Pole lengths for minimum line clear- 
a ere eee rrr ee 
Steel poles with wire guards to pre- 
went Giimebing, BWee. 6... ccsccsccsnes 


Terminal pole design for potheads and 











arresters. M. H. Powell, Dec. 6...*120 
Portland Electric Power reorganization 
(N) Aug. 16, 59; (N) Oct. 18, 20; 
St wn ssh iccbbeawswteasoeanes 92 
Potomac Edison opens Williamsport plant 
CO, iin snes 6 oi eenien Rhee ess *6 
Potomac Electric Power not to bargain 
with foremen (N) July 5.......... 64 
Power Distributors Assn. Eastern Division 
aie ep i ee re 75 
Power factor—Capacitor rental encour- 
ages power factor correction. H. 
ee RS Es dis.s pone pa esses 92 
Power resources—FPC survey of Nevada 
power needs authorized (N) Aug. 
Ese behest bs igbe nish iva eo wb 4% le dao es 19 
Survey of New England underway 
A I tana 05 end ik fe lle nk 58 
Power sales—Sales to chemical companies 
PORUOOE SI) BME. BO. ov cvcscceccsac 36 
Power Supply 
Marshall Plan (Ed) Oct. 11. 83 
Nation’s power supply (N) Oct -- 86 
Northwest Power Pool discusses ways 
of beating shortage (N) Sept. 27... 46 
Notes on a power shortage (Ed) Nov 
22 eee ee Ce ee eee ee 61 
Power and national defense (Ed) 
Be. Sos ho a dome as ; 49 
Power curtailment in st 
GHROGEMS CITD BIOV.. Danica nccvvcércee® 4 
Power policy under study 
fressional group (N) Nov. 63 
Shortages of reserve capacity tax sys- 
tems’ capabilities, Nov. 22... lg ee 
southeastern systems plan huge ca- 
pacity expansion (N) July 19 ; 70 
[wo Pacific coast utilities warn of 
powe scarcity (N) Nov. 29 aces 
Pre pitron dust-removal at dust plant, 
Aug PST SE *46 
Public Power Districts: 
Central Nebraska Public Power & 
Irrigation District trying to escape 
issessment by FPC (N) Sept. 20... 11 
onsumers PPD adds 2 systems (N) 
Oct. 2 wan as 
Nebraska PPD’s conside power short 
age possible (N) July 12 6 
Public Relations: 
Graphics, colo language humanize 
nnual reports. M.S. Rukeyser, July 
2 oe . 72 
Grou} i records aid ustomer con 
tacts R. G. Schneider, Sept. 27 *61 
Inter\ WV aid customer relation i 
G. King, Oct. 11 110 
Maintaining pu icceptance Ed) 
Aug 2 i - > S 
eal Harbor ind iblic« relations 
(Ed) Dec t 71 
llat n-custome ratio (Ed) Se} 
‘ . ° ° Ss 
] Service Co. of New Me co gets 
inchise (N) Aug. 2 ‘ 19 
Pub Service Corp. of Vermont sued b 
city fo lama from lam ( ) 
Sept. 6 : 19 
Publ Service Dept. of Bur n Calif 
(N) Aug 30 af 
Public Utilities: 
Congressional Committee questionnaire 
polls the utilities (N) July 26 ‘ 13 
Hurricane damage n Florida (N) 
Sept 27 ; ut eee ee oilers s *48 
Mobilization for utility emergencies 
nev. 22... baa Mal ies den tae ems Re 
Population-customer ratio (Ed) Sept. 
13 a etecd . io :<5'k out ee a ele a 98 
U. S. aid needed by Europe to restore 
power systems (N) Sept. 27........ 44 
Utilities serving 300,000 customers 
COUN I TU ei ee wie eee ead png 
rE Utility Districts—Clark County con 
femnation ruling reversed (N) July 
) o. ‘ , bia tebe de ite sb eee ae 64 
Oregon PUD staves off injunctions 
asked by utility (N) Oct. 25 vos wl 
Puget Sound Power & Light gets fran 
chise (N) Dec. 6....... rere is 
Purchase by PUD (N) July > (N) 
July 19, 74; (N) Aug. 30, (N) 
Sept. 6, 19; (N) Sept. 20, 5; Pur- 
chase by 13 PUD’s (N) Nov. 8.... Sy 
Seek limited industrial usage (N) 
Dex 13 t 
Q ns Electric Light & Power not liable 
n accident suit (N) Aug. 9. ceeon we 
Radio—Reflector antenna solves ‘‘skip” 
problem. W. L. Campbell, Aug. 2.. *88 


communication 
allocate 


-~Regional groups to 
short-wave 


frequencies (N) 








(Ed) Editorial 


RE epee ibindedsateh edna °. 
Visual dispatcher record for radio 
i a lS Fee PPC nt 
Railroads — Electrification —- New Haven 
Railroad improves traction voltage 
with capacitor bank. Sidney With- 
ES er ere ee 
Rates: 
Basic principles of fuel clause design, 


Aug. 2 


Cincinnati Gas & Electric and Cin- 
cinnati involved in rate litigation 
oe eae er ree 

Detroit department stores denied rate 
reduction (N) Aug. 23........0. . 


Eloy Light, Power & Utility asks court 
to compel rate increase (N) Dec. 6. 
Estimating kwhr consumption (table) 
Oct. 25 


Jacksonville increases rates (N) 
NRE AD > ote tack totam nha fale bk ve eee acm See es 
Metropolitan Edison cited for secret 
rate increase (N) Dec. 20........... 
Must electric rates go up? Dp. ©. 
Ready, Avg. 80...... siata a Cerernlane ae 
Puget Sound Power & Light’s rise in 
house heating rates halted (N) Oct. 
Se Oe Cee Me. ON chi rds sen csaceees 
Sales and promotional expenses _in- 
cluded in operating costs? (Ed) 
eee SMD cain ck shot o' ne hoe minis eriahupe seek 26 
Salt River Valley will increase rates 
(N) Dec a shin Sear irikde h k lakc chic k 
Seattle Council approves higher house- 
heating rate (N) Aug. 2... ccsceses 
Staten Island decision on rates denied 
review by court (N) Oct. 25........ 


Supreme Court refuses to open “Attle- 





boro gap” for gas firms (N) Dec. 20 
Virginia Electric & Power Co. rates 
i... Oe! a eee 


Wisconsin Commission abandons fair- 


return rate formula (N) Sept. 20. 
Wisconsin court test of novel theory 
of rate-making R. N. Larkin, Nov. 


x 


making ‘“‘freedom’’ (N) Nov. oe 
Wisconsin’s new freedom in rate regu- 


lation ended by court (N) Dee. 13 
Regulation—How not to regulate (Ed) 
Dec. 6 


On uniform regulation (Ed) Aug. 16 
Relays: 


Automatic 

















sectionalizing applied to 
4-k\ H. G. Denison, Aug 
Relay solves yroblem ot reactive 
existe H. A. Hartwig, Aug P<: 
Relaying lelta-wye transformers Ss 
L.. Scheffe Aug. 30 Ss . 
Training for relay testers (Ed) Oct 
Trip-free relay contacts for high volt 
age testing J. F. Gray, Nov 8 
R irch D00-KV tes lines energized to 
vegin research program (N) Oct 
11 | -* 
Rochester Gas & Electric to add w ut 
Lakeside (N) Sept. 20 
Rocky Mountain Electrical League Go 
Ali Electric program of meeting (N) 
Sept l es 
Rubber Keeping track of rubber protec 
ve equipment, Aug 30 j 
Silicone rubber used for higl tem 
perature gaskets (tables) Aug. 30 
Rumford Falls, Light & Water changes 
name to Rumford Light Co (N) 
Dec. 6 ; 
Rural Electrification: 
Apply line reclosers ut costs J 
8B. Hendricks, Sept. 27.. ae ne 
Arizona co-op enjoined from private 


utility area (N) Aug. 23 















Ark-La Co-op system may be bought 
Arklahoma Corp. (N) Aug. 16. 
Chesapeake Bay Is to get power 
from co-op (N) Sept. 20. . tere 
Corn-drying equipment needed to save 
17 op (N) July 26 . oes 
Cra iead Electric Co-op signs for 
er (N) Aug. 16 ; ie ewe 
Kdison Electric Institute farm elec 
trification training program ready 
(N) Aug. 2 ‘ . See ee ce oe 
Forced air drying of corn, Oct. 11 
Gold Beach Co-op to be sought by 
Oregon Co-op (N) Dec. 6 BO tate Sok 
Hay-drier ncreases South Carolina 
far? RCOMIGE. TC.- Ci ck oh 6 kc boo aeles 
Infrared protects fruit buds from 
frost, Dec 2u.. . os cosececoeesn 
lowa co-ops plan steam station (N) 
Dex =0 o* 
Oregon court voids” pact 
Union County PUD and co-op (N) 
Dec. 20 etree Cre 
Re} Ploeser proposes co-op 
nceome over $25,000 (N) Nov 29 
Presque Isle co-op to install 3 units 
(N) Der | Se eee ee ree re 
Rural line construction pt. 2, July 5 
Salem, Ore co-op granted limited 
franchise (N) Dec. 20 


Series capacitor corrects compressor- 


motor flicker. C. A. Scammon, Oct. 
Re <p aa ibis ne euk SS dial + Sek, he ae ie Le 
Southern Indiana Co-op limits cus- 
Ome Ore, Clad: SOOO. Od a5. cine o's. ee ees 


Southwestern Power Administration t 


oO 
serve two co-ops (N) Oct. 18...... 
There should be more men traveling 


the road selling farm electrification 
(Ed) Aug. 16 





* Illustrated. 





(N) News. 


46 


20 


74 


*94 


47 


46 
14 


14 
102 


(D) Digest. 


Three-phase rural power line carrier, 
PO EE sean eters nese seen s ns ore es 
Thumb Electric Co-op gets loan (N) 
ee eae ee 
Unanimity on farm _ electrification 
(HG) Sept. 37... .ccccecvcccsccves 
University of Idaho granted money for 
farm-electrification research (N) 
LT ee ere Tes ee ASS heh 
Virginia Electric Power and co-op 
battle to serve same territory (N) 
ee eee ie meet egn aa a ees ; 
Walla Walla Electric Co-op must 
rescind franchise (N) Sept. 27..... 

Rural Electrification Administration: 


Vol. 128 


Continues feud with commercial util 


ities (N) Oct. 18 


Loan applications for generating 
plants (table) Aug. 23.......++.00. 
Loans approved (N) July 26...... 
Loan data for 1947 (table) Aug. 30 
Loans for units (N) Nov. 29..... ; 
Loans in the future will be studied 
by Congress (N) July 19......... ; 
Loans sought for power generating 
plants (NN) AUG. &..cccccesseeces 
Nationwide power shortage in rural 
areas (N) Dee. 18... ccccvevcsen. : 
Report released over year late (N) 
Cv a Seer er er Te Te ET eee TO ee 
Reporters forget work of private util- 
ities (N) AUG. 30... .sccesseceres 
Southwestern Power Administration 
and co-op contracts (N) Nov. 8.. 
Texas Co-op and Southwestern Bell 


Co. make 5-year agreement for car- 


rier 
Russia 


~Rural 
Aug. 23 














telephone 





(N) Sept. 


electrification 


S 


07 
a 


plans 


globe 


- 


hazards 


jay for removal of cracked 
DD. B& duly $8: .* 
EET acc ention group studie 
'46 record (N) Sept. 13 
Employee relations cemented by sa 
program G. B. Boulet, July 5 
Enclosure minimizes bare bus 
Aug. 2 ey ‘ 
Few accidents are accidents (Ed) 
Folding stands hold safety n 
11 7 . thes 
Insuring full coverage r 
signs, Sept. 27 ; 
Insuring safer overhead practice 
Keeping track of rubber prote 
equipment Aug 30 
Safety-first in boom crane a 
Dec. 20 . aoe 
Salt R Valley Water Users’ Assn. } 
for sale of generating facilitie 
he government (N) De 13 
Sha igan Water & Power Co. to 
struct new plant (N) Dec 7 
Sho-Me Power Assn. now a util 
De 20 P ‘<“ 
Silicone rubber used for high ten r 
gaskets (table) Aug. 30 
South ¢ olina Power innot u 
from Santee-Coope Authorit 
Dec. 6 send ‘ 
Courses fit GI's for utility Jobs 
11 rer rae — 
South Carolina Power and South C 
Electric & Gas to merge (N) 
25, 90; (N) No 15 
Southeastern Electric Exchange—S 
conference (N) Nov. 8 
Southern California Edison's s 
changes from 50 to 60 cycles 
Nov 1 oe . 
Southwestern 3ell Telephone and 
Co-op make 5-year agreeme! 
carrier telephone (N) Sept 
Southwestern Electric Exchange I 
neering and Operation Section 
ference (N) Oct. 4 
Southwestern Electric Service Co. & 
franchises (N) Sept. 13 
Southwestern Gas & Electric ded 
Lieberman plant (N) Sept 0 
Plans stop-gap plant (N) Dee. ¢ 
Standardization—New performance 
ards for 3-phase squirre 
motors issued by NEMA (N) > 
WD -saasxtae es jwine’s ‘ 
Statistics—Utilities serving 300,000 
tomers (table) Aug. 23. 
Western Massachusetts Electrit 
a study of the cost to serve het 
distribution load J Ww. B 
Aug. 2 : eee eee ene 
Steam Stations and Developments: 
Boiler control board lighting, D: 
Condenser tube-sheet corrosion st 
by solder. E. R. Stauffacher, 
16 Sia ec aR SSS Sch TaND 
Experience with automatic 
blowers (D) July 5 o . 
Handling chlorine for treating ¢ 
lating water discussed by PEA 
Nov. D ~ heme ee Bie Mate Bb eee 
How to determine heat recovers 
boiler continuous blowdown sy 
M. C. McKeown, Aug. 2...-::> 
Iowa co-ops plan steam station 
BOG. 20 <cnvcssccvuns 62 
Oklahoma ordnance plant sale 8 
96 


controversy 


(N) Nov. 


= 


lt 
8i 


4} 


61 


fo 
ve 


49 


36 


84 


= 


Subs 


Swi 


Te 


Tr 








July-December, 1947 









Public Service Co. of N. H. will add 
mercury-vapor unit (N) Dec. 6.... 75 
Quick turbine starts cut costs. Falk- 
ner, Williams & Hare, July 19..... *98 
Redondo Beach steam station has now 
operating feature, Sept. 27........ *62 
Reliable simple steam plants cost less. 
Powell & Lowenberg, Dec. 20...... *61 
Stack repair in Cleveland, July 12. *6 
Staten Island Edison’s Livingston 
station generator avoids wear with 


stainless steel bushings. E. E. Lam- 


Dereon, MOV. BB... ccccevecccsvencves *96 
Steam ‘boiler supplies pressing plant, 

Rs Se ciigak wae eRe ce ae wpe eae eee *96 
Tidd generating station is both effi- 


cient and economical. Philip Sporn, 

BO Ben ke oes SSKEU SEERA RR TO ME TSS *60 
Tidd plant electrical system advances 

new ideas. F. A. Lane, pt. 1, Aug. 

re; SOS: oh: 3B BOG. FCs wcccccctcess *48 
Transportable power station (D) Aug 


7 aca 92 
substations: 
Automatic control supplanting super- 
visory for 2,000,000-kva system. F. 
I, Lawaon, Dec. 20....ssccccccsess *56 
Build substations from unit assem- 
blies. F. C. Brogan, Sept. 27...... *57 
Four remote control centers super- 
vise 46 substations. T. G. LeClair, 
ae | retry rrr ee ere err *78 
Mobile substation leads, Aug. 30.... *47 


Planned substations can cost less. E. 
Wi ENR, FEO DOs c cc cescoseuegaes *82 
Primary network operating problems 
Macdonald & Funkhouser, Aug. 30.. *52 
Projections prevent structure uplift in 
storms. F. C. Brogan, Oct. 25..... #142 
Substation design remains flexible with 


Erection assembled sections. E. V. 

Sayles, pt. 1, Nov. $...... 4 nh bees "106 
Wisconsin substation struck by light- 

mime (FF) Geb. Gecccccecesccsescecs *16 


Surplus property—Oklahoma power plant 
controversy may cancel present bids 


ie SO Oicavic star souk conte bine 73 
Oklahoma ordnance plant sale starts 
controversy (N) Nov. 22........ 66 


Switches and Switching: 
Automatic 
switches. J. H 
Baltimore system 


switching with line 
Hendricks, Oct. 11..*114 
board of aluminum 








uses colored tape diagrams. E. S. 
Oe ee 5 errr eee I 
Conduit case for switch stick, July 
19 ; jkr’ Ob ae ha tee ee wes *104 
5-way oil switch permits” low-cost 
loop feed oO. O. Rands, Sept. 27.. *70 
Modern switchgear insulation (D) July 
5 ‘ ‘ the ne eRe kee op ok os . kas 
Portable oil switch transfers single- 
phase load without interruption. F 
E. Wilterding, Oct. 25.. ; a ee 
Radial feeder layout, Aug. 16 ‘ a oe 
Singl dispatching board easily con- 
ructed Robert Moreau, Nov. 8. .*126 
Tidd plant electrical system advances 
ew ideas. F. A. Lane, pt. 1, Aug. 
16, °68; pt. 2, Aug. 30 . ~ m6 
Swiss gas turbine (N) Dec. 27 *6 
Taco City Light (N) Oct. 11 ; 6% 90 
Tariff—New 23-nation trade pacts affect 
elect! manufacturers, Ww. H 
Vhichard, Nov. 22 a rs 62 
Taxes: 
Annuities and trust funds for work- 
ers tax exempt (N) Aug. 2........ 54 
Congress gets industry's stand on tax 
lifferential (N) Jig 18...eccsecses 68 
Deland, Fla. increases utility taxes 
bo) Se eer ee ore eehneue: on 
Florida court upholds validity of tax 
on bottled gas (N) July 5......... 7 
lowa utilities must pay 2% use tax 
n equipment (N) Nov. 16.......... 6 
Lincoln Electric employee annuities 
get court okay (N) Nov. 29........ 6 
Louisville, Ky. wins suit to raise taxes 
Of wtility (10) AGG. 10. sccccccvess 58 
Petersburg, Va. taxes utility bills (N) 
De 13 eT re Oe ees 13 
Tavares, Fla. utilities tax passed (N) 
4 ee eee Sere ee ree 93 
Taxation of federal power (Ed) July 
19 Pee re eh Tae 76 
Tennessee Co-ops escape state tax on 
purchases (N) Aug. 16... ot i. oe 
Telephones: 
Mobile communication to any tele- 
pr e. H. P. Lawther, Aug. 2 . *64 
Remote hi-line telephone protection. 
_@. G..Mendenhal, July 19.:.0.05- «06: 112 
Texas Co-op and Southwestern Bell 
Co. make 5-year agreement for car- 
rier telephone (N) Sept. 27........ 46 
Teley ision: 
‘osts and revenues—video only. Theo- 
Braaten (table) Aug. 30...... 102 
Demand charge; view by ‘Electron 
Se CR) eR RU 6 cdvee enn meee ee. 76 
New viewing tube to cut cost of 
Color television (N) Nov. 15........ 6 
Radio Mfrs. Assn. set to blast video 
_. charges of 2 municipals (N) Nov. 1 4 
Tempest over television (Ed) Aug. 30 40 











(Ed) Editorial. 


INDEX 


Union Electric sponsors first tele- 
vision program (N) Aug. 16....... 56 
Telluride Power Co. to extend facilities 
Cee EE Sirk e aks ee ae ea acharee a 2 45 
Testing and Tests: 


CSP transformer breakers tested, July 

DD. av chav Uae ete ceas caceeaddnnensees *104 
500-kv transmission line symposium 

held by SIEE. A. K. Knowlton, Nov. 

DE. ccéekCA SV eee CRE Chen eae ae’ #12 
Gas turbine laboratory at South Phila- 


delphia Westinghouse Works (N) 
WG. © vundésrertvaeas rer Ce ee *74 
New high-speed recording oscillograph, 
Pen O- cawda Cate eee neeene ead a aeen *116 
Test procedure for thermal demand 
TIGUNTE, SORE BGéc ne cekcneecuavenews 103 
Torque checker for Warren motors. 
WW. J. TROCTOR, JOY Gos cccsewccuvsce *108 
Trip-free relay contacts for high volt- 
age testing. J. E. Gray, Nov. 8...... *124 
Texas Electric Service (N) Aug. 9........ 6 
Texas Power & Light (N) Nov. 29....... 13 
Forming firm to provide fuel sup- 
mane Cle) (QIOG. SOs cc via wae cote ncnes 92 
Plans additions (N) Sept. 20..... ey 
Texas Radio Assn. (N) AuB. 9.........2- 20 
Toledo Edison shows size of boilers to be 
installed in Acme station (N) July 
BOP. salem nieme came oth eee herd ee 
Training: 
Courses fit GI's for utility jobs, Oct 
BA 20 eee ewia beta dik wea kan aa "114 


Faculty for linemen training school, 
Gy 2G tascce a whnaces ckdeea anes . 138 
Supervisor and employee training is 
a selling job. W. H. Senyard, Aug 


16 gdagks uss «ema aces ore 72 


Transformers: 


Braces save poles on transformer 
i) Me): ae) Seer ee ere eee ee °122 

Bucholz relays check insulation fail- 
Wie. Cee SE Basvancovanndcenses 68 


transformer 
John Wallis, July 


Chart gives 
residential areas. 


WUE car asare) dus eit ae are larera th mre nella nae 110 
Compensated transformer loss, July 

eee er oe nn *95 
Growing trend toward direct-bolting 


of transformers, Oct. 25........ 7134 
How to maintain temperature indi- 
cators for generators and large 


transformers. W. F. Dunkle, pt. 1, 

July 19, 106; pt. 2, Aug. 2, *80; 

pt. 3, Aug. 16, *90; pt. 4, Aug. 30, 

*66; pt 5, Sept 13, *132; pt. 6, 

Sept. 27 7 : a ri *78 
How to mount 3 60-Kva transform- 

ers on one pole. L. G. Fanning, Sept 

a7. tw jieta a *82 
Improved transformer 

Brunselt, Oct. 22. 2666s. a 71 
Instrument transformer impulse levels 

(Ed) Nov. 8 ey pe 
Low lift transformer cart, Sept. 1 
Portable transformer carts, Oct. 1 
Primary transformer connections 

metal-clad. O. O. Rands, Oct. 25 
Proper connection of open wye, open 

delta transformers L. M Hook, 

Nov. 22 ee iat atic Oe ae 
Relaying delta-wye transformers s 

L. Scheffer, Aug. 30..... ees *51 
Spare 10,000-kva transformer switched 

hot. C. E. Plummer, Nov 
Standard transformers as 1 auto- 

transformers R. C. Schmitz, Sept. 

13 ana i ae ‘ *138 
Transformer for balancing load on 
supply Lester Cummins, 

July 5 aa 7 ‘ ‘ «*i] 
12,000/460-volt service by unusual 

connections, Oct. 11 oa *131 


rack George 


“0 


40 
3. .°1396 
1..%133 


*123 


*104 


*112 


S 
9 
j 


3-phase 


Transmission: 


Armor rodding 220-kva transmission 


lines while hot, Nov. 8........ iaenv nee 
Capacitors between double arms—no 

hanger irons Earl Baughn, Nov 

22. t NE cere eer re re ree ee 4 *104 
Economical 90-deg. turn, Nov. 8.... *116 
500-Kv test lines energized to begin 

research program (N) Oct. 11..... x4 
500-kv test program studies higher 

voltage transmission, Nov. 8. ed 
500-kv transmission line symposium 


held by AIEE. S. E. Knowlton, Nov 


ee sa ke eraaca aor eles att ee in ee 
500-kv line undergoing tests this week 

at Brillant, Ohio (N) Oct. 4 °4 
Higher interrupting capacity. Ss. B 

RIES. DN i eeeb baat nae eo nas , *86 
Highway right-of-way (Ed) Aug. 2.. 58 


Insuring safer overhead practice, July 


5 Pierre Ce re Meaae ead 94 
Installation data for armor rods on 
Vo a ae ree nae: oe 
New Jersey limits lines crossing supe: - 
highways (N) July 12..... ‘ 12 
New method of presenting calculating 
board power swing curves we. 
Morgan, Dec. 20....... *72 


Non-magnetic clamps increase power 


savings. J. M. Sheadel, Dec. 20 *86 
Right-of-way imposes many prob- 

lems in seven-mile line Ws 

Weems OOG.. Dbics cece mains *112 
Safeguarding sleet thawing operations. 

H. R. Tomlinson, Aug. 30 car *59 
Stevs in splicing a hi-line hot M. L. 

Fisher, Nov 22 . ews ielésa *78 
Streamlined 110-kv transmission line. 

Sarl Baughn, Sept. 13 - 120 








* Illustrated. 


(N) News 











Texas bars high tension lines along 
state roads (N) Sept. 6.......sccces 12 

Three-tower transmission structure 
successfully lowered by detonations, 
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